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Message Text 


INFO OCT-02 NEA-10 ISO-00 OES-07 ABF-01 FSE-00 /025 R 


DRAFTED BY NIH/FIC :MTJONES:MKH:MMM 
APPROVED BY OES/ENP /EN:WJWALSH, III 
NEA/INS - RFOBER (INFO) 

DESIRED DISTRIBUTION 
NIH/FIC (2) 

130216 251503Z/43 

R 250000Z JAN 78 
FM SECSTATE WASHDC 
TO AMEMBASSY NEW DELHI 


UNCLAS STATE 019369 


E.O. 11652:N/A 


TAGS: TPHY, OSCI, TBIO, IN 

SUBJECT: DHEW/PHS/NIH - PROPOSED RESEARCH COLLABORATION 
BETWEEN NCI/NIH AND THE TATA MEMORIAL HOSPITAL, BOMBAY. 

PASS TO ACTING SCIATT TERESITA SCHAEFER 


NIH RECOGNIZES THE DESIRABILITY OF TRANSMITTING SUBJECT 
INFORMATION THROUGH STATE DEPARTMENT CHANNELS. DR. 
JUSSAWALLA HAD A DEADLINE OE JANUARY 9 TO PRESENT THIS 
INFORMATION TO HIS BOARD. THE INFORMATION TRANSMITTED BY 
COMMERCIAL CABLE WAS TOO LONG TO BE ACCEPTED BY STATE 
DEPARTMENT CHANNELS. THERE WAS NO ASSURANCE THAT THE 
XEROX COPIES SENT BY AIR POUCH WOULD ARRIVE IN TIME. FOR 
THIS REASON COMMERCIAL CABLE WAS USED. NIH APPRECIATES 
EMBASSY'S EXTRA EFEORT TO EXPEDITE INEORMATION TO 
JUSSAWALLA. NIH APOLOGIZES FOR THIS ACTION. VANCE 


UNCLASSIFIED 


NNN 
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Subject: DHEW/PHS/NIH - PROPOSED RESEARCH COLLABORATION BETWEEN NCI/NIH AND THE TATA MEMORIAL HOSPITAL, BOMBAY. 

PASS TO ACTING SCIATT TERESITA SCHAFFER 
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